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“I am in favor of your program and will boos} 


it at every opportunity. It is a practical step 
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Drastic Manpower Plan 
Set-Up for West Coast 


Program, effective September 15, established in key war production 
centers — Will be installed elsewhere in the 
country as necessity arises 


In a new move to eliminate the need 
for a national service act, War Mobil- 
ization Director James F. Byrnes has 
ordered the establishment in key West 
Coast war production centers of the 
most drastic manpower program yet 
undertaken. The program becomes ef- 


fective September 15 and is slated . 


for establishment in San Diego, Los 
Angeles, San Francisco, Portland and 
Seattle. : 

Designed to come as close as pos- 
sible to filling the need for an addi- 
tional 1,260,000 workers in West Coast 
shipyards and aireraft plants, the plan, 
an offshoot of that operating in Buffalo, 
N. Y., is the administration’s current 
idea of what to do about increasingly se- 
vere manpower shortages. The program 
will be installed elsewhere in the coun- 
try as needed, probably next in the 
Connecticut Valley, if it proves as suc- 


cessful in Coast hotspots as it has in 
Buffalo. 


WPB Shares Responsibilities 


Under the program, War Manpower 
Commission will no longer be sole 
boss of the manpower situation, but 
will have to share its jurisdiction with 
WPB. The latter will be responsible 
for adjusting West Coast industrial 
operations to the available labor sup- 
ply. WMC will be responsible for the 
supply and distribution of labor, 

Headed by WPB appointees will be 
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production urgency committees for 
each area in which the plan operates. 
These will establish priorities for pro- 
duction programs of their areas, will 
review facilities and supply proposals 
affecting their areas, will develop pro- 
grams for balancing labor supply and 
requirements by redistributing war con- 
tracts when necessary and will recom- 
mend to WPB on the need for adjust- 
ing civilian production in their areas. 
The latter provision will sllow civilian 
production to be moved out of war 
production areas when necessary and 
feasible. 

Manpower priorities committees 
headed by outstanding and impartial 
area citizens, also will be established 
on the same basis. These committees 
will list establishments and services, 
including electric utilities, according 
to their urgency and need for labor, 
and will fix employment ceilings for 
these plants, services and activities. 
Establishments and services will be 
listed in three classes: I, those which 
may expand their employment to fixed 
ceilings; II, those which may main- 
tain employment at an established ceil- 
ing; III, those which may not hire ex- 
cept in emergencies and whence work- 
ers will be drawn by issuing releases 
and by direct recruitment by WMC. 
The manpower priorities committees 
also will advise the production urrency 
committees on essential activities which 
might be moved out of the area and 


will advise the Area WMC Director 
on civilian services which might be 
adjusted consistent with the mainte- 
nance of essential community services. 

Hiring will be done exclusively 
through the United States Employ- 
ment Servige. Control of agricultural 
labor also will be tightened under the 
plan. 


Regulation of Withdrawals 


Selective Service withdrawals from 
rated establishments will be related 
to employment ceilings and _ replace- 
ment possibilities. Class I and II es- 
tablishments will be required to file 
replacement summaries, and replace- 
ment schedules will be accepted by 
Selective Service for the regulation of 
witlfdrawals. Registrants in critical 
occupations (ELectrica, Wortp, Aug- 
ust 21, 1943, page 71) will be con- 
sidered for deferment if they are in 
high priority industries. Otherwise 
they will be considered only if they 
take jobs at their highest skills in 
such plants. They will be referred 
to USES when their cases come before 
local draft boards if they are not in 
high priority work. 

Utilization of labor will play con- 
siderable part in the new plan. In de- 
termining employment ceilings, com- 
mittees will consider the degree of 
efficiency with which a plant uses its 
force. WMC consultants will be avail- 
able to help plants improve their eff- 
ciency. 


Substation Planned 
The Memphis Light, Gas & Water 


Division will advertise for bids soon 


on the construction of a $75,000 elec- 


tric substation at Greer and Southern 
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Streets, Major Thomas H. Allen, di- 
vision president, said yesterday. 

The station will supply current v 
Memphis Street Railway Co. electric 
coaches. Priorities have been ob- 
tained and construction will start soon, 
Major Allen said. Authority to adver- 
tise for bids was contained in a reso- 
Jution adopted August 23 by the Board 
of Light, Gas and Water Commis- 
sioners. 


Conservation Program 
to Open Next Week 


Agencies co-operating with WPB’s 
broad conservation program were noti- 
fied this week by the Inter-Agency Com- 
mittee operating the program that the 
September 15 starting date will be met. 

An Office of War Information press 
release early this week was the opening 
gun. It was to be followed September 
13 by a nationwide radio program on 
which WPB Chairman Donald M. Nel- 
son, Director Joseph B. Eastman of 
the Office of Defense Transportation 
and Interior Secretary Harold L. Ickes 
will explain to the nation’s householders 
why the campaign was undertaken and 
what its results must be. The program 
is scheduled for the National Broad- 
casting Company at 7:30 p.m. 

Co-operating agencies have been 
asked to notify their memberships to 
open local campaigns for the conserva- 
tion of fuel, energy, manpower and 
transportation September 15. 

Campaign material prepared by OWI 
was checked and approved by represen- 
tatives of co-operating incustries last 
week at a meeting of the Inter-Industry 
Committee. 

During the week starting September 
20, 40 national radio programs will de- 
vote part of their programs to material 
relating to the campaign. A_ similar 
radio campaign, consisting largely of 
spot announcements over many stations, 
is being readied for presentation early 
in October. 


Federal Project Current 
Rates Reduced 


Interior Secretary Harold L. Ickes 
has announced rate reductions ranging 
from three to 27 percent for current 
sold by the Reclamation Bureau at its 
Shoshone, Riverton and Kendrick proj- 
ects in Wyoming. Small consumers 
will get the largest reductions in order 
to bring their average costs more 
nearly into line with larger consumers, 
Ickes announced. 








THIS WEEK'S NEWS BRIEFS 





SacinAw Division MEN, Consumers 
Power Co., had considerable difficulty 
one day recently discovering what had 
interrupted service on a rural line 
north of Freeland, Mich. Everything 
looked normal until they began check- 
ing lightning arresters individually. 
Then Stanley Lottridge found the re- 


mains of a tree toad. By stretching 
from one piece of metal to the other, 
the toad had short circuited the power 
through his body. He was fried to a 
crisp. 


CatirorniA Orecon Power Co. has 
started reconstruction of the pioneer 
Keno power plant on the Klamath 
River 15 miles southwest of Klamath 
Falls, Ore. The job includes installa- 
tion of a different generator, elimina- 
tion of an ancient rope drive. recon- 
struction of a small diversion dam and 
concrete lining of the canal that feeds 
the plant turbines. Utility officials 
said the job will not increase the 
capacity of the plant. but will elimi- 
nate mechanical difficulties, stop canal 
leakage and generally tone up the 
operation. 


COMPLETE ELECTRIFICATION of the 
Quebec Gaspe Peninsula as the first 
stage of any post-war development 
project there, particularly with a view 
to developing the fisheries, and the set- 
ting up of an adequate waterworks 
system in each parish, comprised one 
of the most interesting of the 29 reso- 
lutions adopted just before the ad- 
journment at Gaspe of the Quebec 
Forestry Association’s regional conven- 
tion held for the entire Gaspe 
Peninsula. 
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A TRANSFORMER FAILED recenily at 
the main post office building, Houston, 
Tex., and six minutes later the Hoys. 
ton Lighting & Power Co. had crews 
at the scene working to correct the 
trouble, which they overcame within 
exactly 45 minutes from the initia] 
failure. The automatic stamp cancella. 
tion machines were rendered inactive 
through the failure. Houston Lighting 
& Power Co. was highiy praised hy the 
assistant building custodian for its 
prompt and effective work. 


ENGINEERS HAVE BEEN WORKING at 
The Pinnacles in an effort to repair 
damage at the Danville, Va., electrical 
plant, 70 miles west of the city on Dan 
River. The city electrical department 
indicated that a gate valve had jammed 
in the upper dam and was keeping 
water from spilling into the lower dam, 
which turns the turbines supplying the 
city. In an effort to conserve water 
in the lower dam, the city’s steam 
plant was brought into use and is 
supplying about one-third of the entire 
load there. 


Connecticut Licut & Power has 
shipped copper wire to serve airfields 
in Texas, an ordnance plant in Kansas, 
powder plants in Delaware and oil 
fields in Oklahoma, under the inter- 
change of materials plan functioning 
through the New England regional 
office of the OWU. Other utilities 
have interchanged supplies with the 
company out of their backlogs of ma- 
terial, and it is felt that while thes 
exist much good has been and can be 
accomplished by the program. 


Passamaguoppy, where the New 
Deal set out in the 1930's to harness 
the tides of the Bay of Fundy, Maine, 
and produce electric power, has gone 
to war. President Roosevelt told re 
porters last week that the facilities of 
the abandoned project had been 
turned over to the Navy as a training 
center for “Seabees”—the construc 
tion units which go to the fighting 
fronts to build air fields and decks 
Cost of the project was originally est- 
mated at $37,000,000. About $7,000. 
000 from emergency relief funds w 
expended on it before Congress stopped 
the project in 1936 by refusing 
appropriate any further money for tt 
After Congress cut off funds, facilities 
were turned over to the National Youth 
Administration, which now, in tut 
has been denied money for continued 
operations. 
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Transformer Quota Plan 
for Rural Lines 


Excess stocks of 1'2- to 10-kva. transformers depleted — Power divi- 
sion plan being formulated to provide a fixed number 
of transformers for U-1l-c in any month 


Excess stocks of 14- to 10-kva. trans- 
formers have been so depleted by pur- 
chases for rural lines erected under Or- 
der U-l-c that the Office of War Utili- 
ties’ Power Division is working out a 
quota system to keep allocation of 
metals for new transformers within 
bounds. 

A Power Division official estimated 
that authorization to purchase approxi- 
mately 6.000 new transformers was 
granted last month. He revealed that 
approximately 40,000 transformers of 
these sizes were installed during the 
first six months of this year. Few cus- 
tomers were served under U-1-c without 
the use of a transformer. 


Details of the quota system are not. 





complete, but the plan is to provide a 
fixed number of trarisformers which will 
be available for U-1-c extensions in any 
month. When the quota for any given 
month has been exhausted, no further 
applications will be processed. It is not 
expected that the quota system will cut 
back appreciably in the number of 
units which will be allocated monthly. 
Rather the system is aimed at providing 
OWU with bookkeeping device which 
will enable it to stay within its material 
allotments. 
















Monthly Record - 






Transformers were used at the rate 
of about 10,000 a month during the sec- 
ond three months of. 1943, into which 
most of the first-half activity was con- 
rentrated. They will run about 10.000 
a month through the third quarter and 
lump to between 7,000 and 8,000 a 
month during the final quarter. There- 
after. a progressive decline can be ex- 
ected as the number of farms which 
an qualify under U-1-c shrinks. 

It is probable that as the number of 
qualifying farms dwindles, pressure will 
be exerted to lower the standards suffi- 
iently to bring under the programs 
arms which cannot now qualify. - 

On the basis of estimated requests for 
ransformers in the present and subse- 
quent quarters, it appears likely that 
he Rural Electrification Administra- 
1on s goal of 80,000 farms to be served 
ander the program will be attained 
ventually, Reports for the first six 
months. however, show that REA fell 
hort of the expectations it propounded 
before the House, finance committee’s 
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agriculture subcommittee last March. 
Testifying before the committee March 
3, REA Administrator Harry Slattery 
said: 

“Under these arrangements (U-1-c) 
it is anticipated that REA borrowers 
may reach their first goal toward the 
addition of some 30,000 farms within 
the next several weeks, and under pres- 
ent trends seventy to eighty thousand 
farms in fiscal 1944 (July 1, 1943—June 
30. 1944) at an estimated cost of 
eighteen to twenty million dollars.” 


Notices of Strike 
Withdrawn by UWOC 


Notices of intent to strike against five 
midwestern electric companies were 
withdrawn last week shortly before 
votes were to have been taken on the 
threatened work stoppages by the Na- 


‘ tional Labor Relations Board. 


NLRB announced that the notices 
were withdrawn by the Utility Workers 
Organizing Committee (CIO). The 30- 
day cooling-off period invoked by the 
notices would have expired Tuesday. 
Filing of several of the notices con- 
stituted the first threatened sympathy 


strike under the Connally-Smith Labor 
Disputes Act, which requires notice of 
intent to strike, a vote on the issue and 
a 30-day cooling-off period before work 
may actually be halted. 

The strike notices were filed simulta- 
neously August 7. The situation re- 
volved around UWOC’s displeasure over 
lengthy delays in holding an election 
to determine whether it is entitled to be 
exclusive bargaining agent for em- 
ployes of the Cleveland Electric Illu- 
minating Co. With filing of the strike 
notice in this case, aimed at forcing 
the Cleveland company to accede to 
union wishes as to who might vote and 
thus at speeding the election, the other 
strike notices were filed by UWOC 
locals of the Ohio Edison Co., Akron; 
Central Ohio Light & Power Co., Find- 
lay; Detroit Edison Co., Detroit, and 
Consumers Power Co., Jackson, Mich. 
These locals gave as their reason for 
threatening strikes their refusal, in the 
event of a work stoppage at Cleveland 
Electric, to allow lines which might 
supply power to Cleveland Electric to 
be energized. 

NLRB estimated that the five locals 
covered 10,000 operating and mainte- 
nance employees. Ballots for the strike 
votes, which had been printed by 
NLRB, presumably will be destroyed. 


Allowed to Lease Plant 


Application of the Arkansas Power & 
Light Co. to lease the Citizens Eleetric 
Co. at Hot Springs, Ark., for 32 to 35 
years with an option to buy for $2,000,- 
000 has been authorized by the state 
Utilities Commission. 





CONSERVATION DISPLAY—Promoting the merits of conserving electricity, this display 
is one of a series which Consolidated Edison Co., Inc., New York, is exhibiting in one 
of its store windows 
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A.LE.E. Holds Technical 
Meeting in Salt Lake City 


Post-war carrier current applications, line protection problems dis- 
cussed — Symposiums on wartime lighting and 
metallurgical developments featured 


Post-war carrier current applications, 
line protection problems, announcement 
of a new one-cycle relay and symposi- 
ums on wartime lighting and metallur- 
gical developments featured the A.LE.E. 
national technical meeting at Salt Lake 
City, September 2-4. The Pacific Coast 
meeting brought out a creditable attend- 
ance of 190 and it was the occasion for 
a wartime declaration by President N. E. 
Funk that after the war the electrical in- 
dustry is “really going to give the pub- 
lic plenty of beneficial surprises.” He 
stated that there are a great many 
things being done now that “we can’t 
talk about because of the war.” 

He warned that “too much emphasis 
is placed on power costs so far as the 
nation is concerned.” 

Because of increasing production and 
taxation costs he does not expect any 
material reductions in power rates. 

Superposition of a relaying function 
on the usual voice-actuated carrier com- 
munication system was described by 
Canadian engineers, with assurance of 
practically instantaneous clearing of the 
line for faults. This is accomplished by 
means of the trip-transfer principle 
with impedance relaying and the scheme 
was cited as a practical method for 
securing maximum service from a single 
carrier installation. Application of 720- 
cycle carrier for remote control of street 





lights, off-peak loads and other services, 
with particular reference to perform- 
ance on urban distribution circuits, was 
described by F. J. Woodworth, General 
Electric Co. Of special note were the 
methods presented for co-ordinating the 
joint application of power-factor cor- 
rection capacitors and carrier control on 
the same system. 

The difficulty that we would have in 
meeting present needs for speed and 
accuracy in the production of metal 
items without the use of electronic con- 
trol equipment was brought home to a 
large audience by R. H. Rogers, Gen- 
eral Electric Co. 


New Devices Launched 


Included in the new devices an- 
nounced at the meeting were a small 
simplified a.-c. network calculator and a 
one-cycle directional overcurrent relay. 
Waldo Enns, Portland General Electric 
Co., described a calculating board of 
unusually small physical dimensions 
and simple electrical elements which 
promises to fill the gap between tedious 
analytical methods and use of the com- 
plete a.-c. board for making system load 
flow studies. W. C. Morris, Westing- 
house Electric & Manufacturing Co., 
told of a new relay which incorporates 
a “memory” action in addition to direc- 
tional control and which is practically 


PLAY LEADING ROLES—Prominent at the sessions of the A.I. E.E. meeting were (I. to r.) A. C. Kelm, finance chairman of 
ference, Utah Power & Light Co.: H. H. Henline, national secretary A.1. E.E.; A. L. Jones. past vice-president A. E. E., Generd 
Electric Co.; C. A. Powel, Westinghouse Electric & Manufacturing Co., and F. E. Bodine, conference entertainment chairma 
Westinghouse Electric & Manufacturing Co. 
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foolproof under any ordinary systen 
operating condition. 


Arc Quenchers 


Operating experience with detl.erma). 
izing arc quenchers on circuit breaker 
ranging from 16 to 230 kv. was cited by 
L. F. Hunt, Southern California Edison 
Co.; C. P. Garman, Los Angeles Bureay 
of Power and Light, and F. H. Cole, 
Cole Manufacturing Co., as indicating 
means of obtaining minimum mainte. 
nance expense and maximum syétem 
protection from existing _ breakers, 
Shorter interrupting time with no de. 
terioration of the oil, contacts or insy. 
lating materials of the interrupters has 
been obtained through the application 
of these devices. A warning that light. 
ning surges may be transferred from 
one circuit to another through trans 
formers with disastrous results to rotat. 
ing machines or industrial equipment of 
inherently low impulse insulation level 
was given by P. L. Bellaschi, Westing. 
house Electric & Manufacturing Co. He 
described tests, gave simplified methods 
for calculating transferred surges and 
suggested protective measures. How in- 
proper relaying may upsei a system due 
to mutual induction on parallel trans. 
mission lines on current flow to ground 
faults was described by J. I. Holbeck 
and M. J. Lantz of the Bonneville 
Power Administration. Diagrams and 
examples indicated the effects and mag- 
nitude of mutual induction. 


Altitude Problems 
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Operating experience with transmis 
sion and switching equipment at high 
altitudes, a problem of particular im- 
portance in the Rocky Mountain region. 
where lines frequently cross 10.000-f: 
asses, was presented by L. W. Rober: 
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AT SALT LAKE CITY MEETING—This group of A. I. E. E. officers attended the Institute's 

national technical meeting at Salt Lake City last week: (L. to r.) Walter C. Smith, retiring 

vice-president 8th district A.LE.E., district engineer for General Electric Co. at San 

Francisco; H. H. Henline, national secretary A.1.E.E.; N. E. Funk, national president 

A.LE.E.:; E. W. Schilling, national vice-president A. I. E. E., from Montana State College, 

Bozeman, Mont.; J. A. McDonald, conference publicity chairman, superintendent service 
shop General Electric Co. at Salt Lake City 


son, Public Service Co. of Colorado. Of 
special interest was the behavior of 
lightning at those altitudes. 

Power savings of 25 percent, together 
with operation of 75 percent more weld- 
ers without increasing maximum de- 
mand, are possible with the use of an 


automatic welding-machine starter, ac- ° 


cording to N. E. Porter, Permanente 
Metals Corp., who told of the use of 
these devices on hundreds of welders in 
the Kaiser Pacific Coast shipyards. That 
wartime electrical developments in the 
aircraft industry presage possible post- 
war applications of new equipment in 
other industries was the consensus of a 
conference on electrical equipment for 
military aircraft. This is especially true 
in the case of new cables and small, 
light high-powered motors. 


Copper Metallurgy 


A conference on metallurgy of copper 
and light metals as applied to electrical 
equipment brought out the fact that too 
little attention had been paid in recent 
years to copper as a metal. Papers by 
P. H. Brace, Westinghouse Electric & 
Manufacturing Co., and E. R. Parker, 
General Electric Co., stressed the effects 
of small quantities of impurities on the 
ductility, strength and conductivity of 
copper and discussed the metallurgical 
problems in its refining. , 

H. W. St. Clair described a method of 
obtaining mass production of alumina 
from low-grade clays; a plant has been 
constructed in the vicinity of Salt Lake 
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City, Utah, with a capacity of 100 tons 
of alumina per day. 

A similar conference on lighting in- 
dicated that the industry is at the front 
of the movement to conserve critical 
materials as instanced by the trends in 
industrial lighting. The development 
of fluorescent lighting units and the ap- 
plication of voltages as high as 460 to 
lighting systems results in better per- 
formance and the saving of tons of cop- 
per and other scarce materials. 


Roll Back Prices 
of Plastic Items 


Prices of laminated plastic sheets, 
rods and tubes have been rolled back 
to 1939-1940 levels by an agreement 
between the Office of Price Administra- 
tion and ten manufacturers who pro- 
duce almost all the $72,000,000 annual 
production of these items. OPA Gen- 
eral Manager Chester Bowles praised 
the cooperation of the companies in 
voluntarily lowering prices at a time 
when their productive capacity is un- 
able to keep pace with demand. 

The reduction, effective September 
1, was effected by rescinding a 10 per- 
cent price increase announced gener- 
ally by the industry in 1941 and re- 
flected in current OPA maximum 
prices. The lowered prices will be 
contained in a regulation now being 
drafted which will provide uniform 
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prices for the entire industry. They 
will result in large savings to the gov- 
ernment not only on direct purchases 
but also on articles in which laminates 
are used, These are bought almost 
solely by the government. 


OPA to Appeal Rate 
Case in High Court 


The Office of Price Administration 
will appeal to the Supreme Court 
shortly a decision by the District of 
Columbia Court of Appeals upholding 
a $201,000 rate increase awarded the 
Washington Gas Light Co. last winter 
by the District Public Utilities Com- 
mission. 

OPA this week asked the Appeals 
Court for a further stay until October 
7 of its mandate returning the case to 
the District Court, which over-ruled the 
increase last spring. 

In its decision upholding the PUC, 
the Appeals Court held that OPA’s jur- 
isdiction over utility rates under the 
second Price Control Act of last Octo- 
ber 2 is very slight (ELEecTRICAL 
Wor tp, July 31, 1943, page 3). 

Formalities call for the Solicitor- 
General to petition the Supreme Court 
for a writ of certiorari, which, if 
granted, would bring a high court re- 
view of the Appeals Court decision. 

As the battle moved into its third 
round of appeal proceedings the Dis- 
trict PUC opened another rate case 
against Gas Light under the sliding 
scale plan covering Washington utili- 
ties. This time the commission seeks 
yearly revenue reductions totaling ap- 
proximately $38,000. A commission 
witness testified that the company’s 
rate of return on its $30,000,000 rate 
base could be reduced from 6.5 to 6 
percent without impairing the com- 
pany’s fiscal position, a statement to 
which company officials took exception. 

OPA was not represented at early 
hearings. 

s 


Canadian Output Rises 


Central electric stations in Canada 
produced 3,404,077.000 kw.-hr. during 
July, compared with 2,965,671,000 in 
July, 1942, the Dominion Bureau of 
Statistics has reported. This was a 
daily average of 109,809,000 kw.-hr., 
against 111,834,000 for June. Pro- 
duction during the seven months ended 
July totalled 23,028,472.000 kw.-hr., 
compared with 21,578,055,000 kw.-hr. 
in the corresponding period of 1942. 
Exports to the United States increased 
from 195,827,000 kw.-hr. in July last 
year to 242,332,000 in Juiy, 1943. 
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Co-op Insurance | | 
Straightened Out 


No legal objection to new plan estimated to save co-ops $150,000 the 
first year — Funds advanced to NRECA companies 
believed to be returned 


The National Rural Electric Co-opera- 
tive Association has put into operation 
a plan whereby it will channel insur- 
ance policies of its co-operative mem- 
bers into the Employers Mutual Liabil- 
ity Insurance Company of Wassau, Wis., 
in return for premium savings and a 
nationwide co-op safety program. 

The move was interpreted by an of- 
ficial of the Department of Agriculture 
as indicating complete renunciation of 
the plan to insure co-ops through two 
companies founded by NRECA officials 
(ELectric Wor.p, July 3, 1943, page 
3). The official said the new plan had 
been presented to the department and 
met with no objection since Employers 
Mutual had previously been approved 
as an REA co-op insurer. 

Many of its members, NRECA an- 
nounced, have already placed their in- 
surance through the pool. Since many 
Ohio and Illinois co-ops are insured 
with companies established by the 
Farm Bureau Federation, some ob- 


servers question the extent to which they 
will participate in the NRECA program. 





It was emphasized that neither 
NRECA nor any of its officers or em- 
ployees will benefit by the plan. It esti- 
mated, however, that members_ could 
save at least $150,000 during the first 
year and greater sums thereafter, the 
first-year figure based presumably on 
complete participation by all members. 

The Department of Agriculture 
“thought” that all funds advanced by 
co-ops to NREGA’s two companies have 
been returned by now. Should routine 
audit of co-op books disclose any such 
loans stil] outstanding, he said, co-ops 
would undoubtedly be directed by Sec- 
retary Wickard to reclaim them. How 
much ever was actually loaned the two 
companies by co-ops is not known. 
NRECA insists no such loans ever were 
made. A top REA official in excellent 
position to know, estimated that $250,- 
000 had been advanced by co-ops. Agri- 
culture Department solicitor included 
in his opinion generally barring such 
loans the statement that “I am informed 
that some loans as large as $8,000 al- 
ready have been made.” An REA offi- 


AT POWER PLANT DEDICATION—Shortly before the new 30,000-kw. Harvey Couch 
power plant of the Arkansas Power & Light Co. was dedicated this group of notables 


gathered beside the condensing water intake pipe. 


(Left to right) Col. T. H. Barton, 


El Dorado, Ark., industrialist; W. O. Turner, president Louisiana Power & Light Co.; 

Rex I. Brown, president Mississippi Power & Light Co.; Gov. Sam Jones of Louisiana, 

Gov. Homer Adkins of Arkansas, Joe Gill, president National Power & Light Corp.; 

C. Hamilton Moses, president Arkansas Power & Light Co., and W. O. Turner, president 
New Orleans Public Service, Inc. 
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cial pointed out that NRECA officials 
“would have been gullible in.iceq” ,, 
have paid incorporation fees {or the 
two companies without com nitments 
for a considerable part of the $585,009 
for which they were to have }) on capi. 
talized. 

Meanwhile, NRECA announ. +4 that 
Avery C. Moore, Oklahoma i) surance 
man, has been appointed maiager of 
its Insurance Department. Moore had 
been Commissioner of the Oklahoma 
State Fund, secretary-member of the 
Oklahoma State Insurance Board and 
vice-president of a mutual casualty 


company, NRECA declared. 


Wire Size Changes 
Deferred in ASME 


Due principally to opposition from 
manufacturers and users of copper 
wire, the movement to establish new 
preferred sizes for round wire as wel] 
as for thicknesses of thin flat metals 
has been tabled for the duration of 
the war. Effort to eliminate the con. 
fusion of a multiplicity of gages for 
wire and sheet had originated with an 
SAE proposal of 1925 to ASA and 
the standards for preferred thicknesses 
of uncoated thin flat metals were ap. 
proved as B32.1-1941 by A.S.A. 

Similar procedure by the subgroup 
of the subcommittee resulted in a sub- 
sequent proposal regarding sizes of 
round wire of all materials. Of 139 
replies received, 74 indicated approval 
or were noncommital and 65 offered 
comments. The 38 who were opposed 
were among the latter group. The 
deeply intrenched design and technical 
data based on the familiar copper wire 
table was cited as an obstacle. The 
issue promises to be revived in the 
post-war period because the vote in 
the subcommittee stipulates that it be 
kept alive by discussion and corre- 
spondence. 


Personnel Directors Move 


The National Association of Person 
nel Directors has moved its executive 
offices from 20 West Jackson Boulevard, 
Chicago, to 1 North La Salle St., ac 
cording to an announcement by T. 0. 
Armstrong (Westinghouse), president. 
Expansion in the membership of the 
organization, comprising the bulk of the 
country’s personnel directors, was ! 
sponsible for the move. 

The group will have a dinner met 
ing in Chicago on the occasion of the 
National Safety Congress, to be held 
October 7 at the Medinah Club. 
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V-Loans Available 
on Broader Basis 


\cting to prevent any lag in war 
production traceable to contractors’ 
fears about their working capital in- 
yested in war production in the event of 
a contract termination and to assure 
that such capital will not be frozen, the 
War and Navy Departments, the Mari- 
time Commission and the Federal Re- 
serve Board have agreed to make gov- 
ernment-guaranteed V-Loans available 
to war contractors and subcontractors 
on a much broader basis than hereto- 
fore. The program is effective imme- 
diately. 

The participating agencies stressed 
the fact that cancellation of contracts 
must not be construed as the beginning 
of any general curtailment of war 
production, 

Heretofore, V-loans were restricted in 
general to working capital needs for war 
production. Under the new plan, con- 
tractors will be enabled to obtain the 
use of most of their own working capital 
immediately upon termination of their 
contracts. Banks will be enabled to 
make such advances with a minimum of 
complications immediately upon ter- 
mination of contracts. 


Ask Reduction in Hydro 
Rates for Toronto 


An adjustment in Toronto Hydro 
rates to equal a 10 percent saving on 
all Hydro bills has been recommended 
by Toronto Hydro commissioners and 
sent to the Ontario Hydro Commission 
for ratification, Mayor Conboy recently 
announced. 

Whether the 10 percent lowering of 
Hydro bills will be in the form of a rate 
reduction or a rebate will be a matter 
for the Ontario commission to decide. 
The suggested adjustment would affect 
the three types of Hydro users in the 
city. Mayor Conboy said. 


Fortas to Enter Services 


Abe Fortas, Undersecretary of the 
Interior and one of the power policy 
experts of the ‘department, has been 
given conditional release for induc- 
tion into the armed services by Secre- 
tary Ickes. Fortas attempted to obtain 
this release last April, but it was re- 
fused by Ickes, who told Fortas’ draft 
board that he was more important 
where he was. President Roosevelt also 


made public correspondence directing 
Fortas to accept an occupational de- 
ferment and remain on the job. Ickes’ 
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VIBRATION TESTING DEVICE—These recently devised vibration test stands are being 
used by Reliance Electric & Engineering Co., Cleveland, to balance motors of from 1 hp. 


to 200 hp. 





concession to Fortas’ insistence on a 
release was occasioned by what he 
termed the latter’s “deep desire” for 
induction. 


State Courts Can't Rule 
on Federal Agencies 


The Ninth District Court of Appeals 
ruled last week that state courts have no 
jurisdiction over federal agencies 
created under wartime conditions. The 
decision was given by the court in re- 
viewing an appeal by the city of Akron 
from dismissal in Common Pleas Court 
of an injunction suit seeking to restrain 
the Akron Transportatio. Co. from 
carrying out Office of Defense Trans- 
portation orders to reduce service on ten 
city bus routes. 

The ruling upheld an earlier decision 
by Common Pleas Judge Ray B. Wat- 
ters. Presiding Julge Perry H. Teven 
said the Court of Appeals unanimously 
agreed that state courts have no juris- 
diction “in attacking the validity of de- 
crees issued by the Office of Defense 
Transportation.” 

ODT recently ordered the mass trans- 
portation system to shorten nine city 
bus routes and eliminate a tenth. Mayor 
George B. Harter instigated the injunc- 
tion suit, declaring inadequate service 


would result from the order. 
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Raise Copper Allotment 
for Farmstead Wiring 


The allotment of copper for farm- 
stead wiring made available by the 
Department of Agriculture during the 
thigd quarter was more than doubled 
recently to care for pending applica- 
tions which had outrun the original 
allocation of 750,000 pounds. The ma- 
terial must be claimed within the third 
quarter or it will be lost, a department 
official said. He predicted that only a 
few hundred pounds if any would not 
be claimed by September 30. 

The wire is obtained by application 
to county war boards and is drawn 
from warehouse stocks. It is available 
for all farm uses except home wiring. 


Labor Shortage Holds Up 
Ross Dam Project 


A serious shortage of labor which 
has developed on Seattle City Light’s 
huge new $9,000,000 project to increase 
the power output of Ross Dam will de- 
lay its completion an undetermined 
length of time, E. R. Hoffman, City 
Light superintendent, has stated. 

The dam will be raised 180 feet to 
increase the reservoir behind it. Esti- 
mates indicate that this. will boost the 
power output from 800,000,000 kw. to 
1,100,000,000 kw. 
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Postpones Hearing 
on Power Exchange 


Federal Power Commission has post- 
poned, subject to further order, the hear- 
ing previously scheduled for September 
1 in Washington, D. C., on the proposed 
termination of arrangements between 
Jersey Central Power & Light Co., As- 
bury Park, N. J., and the Public Service 
Electric & Gas Co., Newark, N. J., for 
the interchange of economy and emer- 
gency power. 

Postponement order states that Jersey 
Central has transmitted a “memoran- 
dum reducing to writing the oral 
arrangement between Jersey Central 
Power & Light Co. and Public Service 
Electric & Gas Co. with respect to 
economy energy” and “revoked” the 
notice previously given with respect to 
the termination of the interchange of 
economp.energy. es 

Jersey Central says. that it expects to 
be able to enter, ifito an agreement with 
Public Service modifying the agreement 
for the supply of emergency energy, and 
that upon its consummation it will file 
the supplemental agreement with the 
commission and withdraw its notice of 
cancellation of the agreement of March 


24, 1931. 


REA Holds Post-War 
Planning Meeting 


New electrical appliances for the 
farm which manufacturers are being 
asked to develop for large scale post- 
war production were described at the 
post-war planning conference of the 
Rural Electrification Administration at 
St. Louis last week. 

Quick freeze units for processing 
perishable produce and meats on the 
farm, power irrigation equipment for 
farm gardens and cereal grinding mills 
for home use were three leading items 
which farmers could make good use of, 
according to J. P. Schaenzer, chairman 
of the REA committee on farm and 
home equipment. 

Schaenzer also called for develop- 
ment of better egg coolers, milking 
machines, livestock feed grinders and 
all of the standard home appliances, 
with special emphasis on pressure 
water systems to allow use of modern 
plumbing on the farm. 

In showing that the farm market is a 
big one, it was pointed out that the 
average farmer spends as much for 
appliances in the first year he has 
electricity as was spent to bring power 
to him. In the past seven years, it 
was stated, REA loans have paid for 
$370,000,000 of power plants and lines. 
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Outlining the objectives of the agen- 
cies’ post-war planning program, Vin- 
cent D. Nicholson, deputy administra- 
tor, said that REA has a “task of 
invasion—of old ideas and patterns, 
doing important things which our gov- 
ernment has never done before, helping 
several million rural people bridge a 
gap which for them still divides the 
Middle Ages from the _ twentieth 
century.” 

Raymond C. Smith, chairman of the 
post-war planning committee of the De- 
partment of Agriculture, of which REA 
is a part, pointed out that the work of 
REA will be correlated with other 
agencies in an over-all post-war plan- 
ning program for agriculture. One of 
the objectives is to have every farm 
electrified, he said, utilizing the full 
resources of the REA. The agency can 
also be an important factor, he con- 
tinued, in providing jobs if a public 
works program is found necessary to 
sustain employment at a high level 
in the period of demobilization. 

. L. P. Slattery, chairman of the tech- 
nologica] developments committee, pre- 
dicted many changes in line building 





and power plant expansion methiod 
would bring better service to rural 
users, 








Controllers Group Will 
Hold Utility Sessions 


A special conference on the cop. 
trollership problems of the public uti}. 
ity field will be held on Monday even. 
ing, September 20, as part of the ap. 
nual meeting of the Controllers Instj. 
tute of America, in the Waldorf-Astoria, 
New York. Raymond P. Kaesshaefer, 
controller of the American Water Works 
& Electric Co., New York, will preside 
at the meeting. 

Roy S. Holder, assistant controller 
of the Commonwealth Edison Co., Chi. 
cago, will be general chairman jp 
charge of eight group conferences on 
the following morning. 

Daniel J. Hennessy, financial cop. 
sultant of the Long Island Lighting Co,, 
Mineola, who is a former president of 
the institute, will be chairman of a 
luncheon session on September 20. 





MEETINGS 


Kansas Association of Municipal Utilities—Annual 
convention, Civic Auditorium and Broadview 
Hotel, Emporia, Kansas, October 1§1-12. L. C. 
Angevine, secretary, City Hall, McPherson, 
Kansas. 

Pacific Coast Electrical Association—Wartime 
technical conferences, southern section, Los 
Angeles, Calif., October 28: northern section, 
San Francisco, Calif., November 4. Victor 
W. Hartley, managing director, 60! W. 5th St., 
Los Angeles, Calif. 


Previously Listed 

International Association of Electrical inspectors 
—Western section, LaSalle Hotel, Chicago, Ill. 
September 13-15: F. H. Moore, secretary, 326 
N. Meridian St., Indianapolis, Ind. Eastern 
section, Providence Biltmore Hotel, Providence, 
R. 1., September 20-22; F. N. M. Squires, secre- 
tary, 85 John St., New York, N. Y. Southern 
section, Roosevelt Hotel, New Orleans, La. 
September 27-29: C. M. Jones, secretary, 307 
Trust Co. of Georgia Bidg., Atlanta, Ga. 


National Association of Railroad and Utilities 
Commissioners — War conference, Edgewater 
Beach Hotel, Chicago, Ill., September 14-16. 
Ben Smart, secretary, 7411-13 New Post Office 
Bidg., Washington, D. C. 

Municipal Electric Utilities Association of New 
York State—Annual conference, Lake Placid 
Club, Lake Placid, N. Y., September 15-17. T. J. 
McKee. secretary, 200-212 East Third St., James- 
town, N,. Y. 

International Association of Electrical Leagues— 
Annual conterence, Netherland Plaza Hotel, 
Cincinnati, Ohio, September 16-17. O. C. Small, 
secretary, 155 East 44th Street, New York, N. Y. 

Pennsylvania Electric Association — Annual meet- 
ing and business conference, Wm. Penn Hotel, 
Pittsburgh, Pa., September 23; A. 8B. Millar, 
managing director, State Street Bldg., Harris- 
burg, Pa. Electrical equipment committee, 
Benjamin Franklin Hotel, Philadelphia, Pa., 
October 14-15; A. N. Shealy, chairman, Penn- 
syivania Water & Power Co., Lexington Bidg., 
Baltimore, Md. 

Southeastern Electric Exchange—Engineering and 
operation section, Tutwiler Hotel, Birmingham, 
Ala., September 23-24. J. W. Talley, executive 
Sony, 303 Haas-Howell Bidg., Atlanta, 3, 

a. 

American Soclety of Agricultural Engineers — 
North Atlantic section, Hotel Belmont Plaza, 
New York, : , September 27-28. R. J. 
Bugbee, secretary, 121 West St., Rutland, Vt. 
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International Municipal Signal Assoclation—War 
conference, Hotel Statler, Cleveland, Ohio, 
September 27-29. Irvin Schulsinger, secretary, 
8 East 41st St., New York, N. Y. 

Association of Iron and Steel Engineers—Annual 
meeting, Wm. Penn Hotel, Pittsburgh, Pa., Sep- 
tember 28-30. Brent Wiley, managing director, 
Empire Bidg., Pittsburgh, Pa. 

American Society of Mechanical Engineers—Joint 
eer? with Engineering Institute of Canada, 
Royal York Hotel, Toronto, Ont., Canada, Sep- 
tember 30-October 2. Annual meeting, Penn- 
sylvania Hotel, N York, N. Y., November 23- 
December 3. Ernést Hartford, executive assist- 
ant secretary, 297 West 39th St., New York, N. Y. 


National Safety Council — Congress and exposi- 
tion, Sherman Hotel, Chicago, Ill., October 
5-7. . H. Dearborn, managing director, 2 
N. Wacker Drive, Chicago, Ill. c 


Edison Electric Institute — Accident prevention 
committee, LaSalle Hotel, Chicago, III., Octo- 
ber 8-9; prime movers, electrical equipment 
and transmission and distribution committees, 
Hotel Cleveland, Cleveland, Ohio, October 
11-12. Col. H. S. Bennion, managing director, 
420 Lexington Ave., New York, N. Y. 


National Electrical Contractors Association — 
Drake Hotel, Chicago, IIl., October 10-I!. L. W. 
Davis, general manager, 633 Investment Bidg., 
ISth and K Sts., N. W., Washington, D. C. 

Electrochemical Society — Fall meeting, Pennsy: 
vania Hotel, New York, N. Y., October 13-16 
Colin G. Fink, secretary, Columbia University, 
3000 Broadway, New York, N. Y. 

American Welding Society — Annual meeting, 
Hotel Morrison, Chicage, ill., week of October 
18. Miss M. M. Kelly, secretary, 29 West 37h 
St., New York, N. Y. 

Engineers Council for Professional Development 
—Annual meeting, Engineering Societies Build 
ing, New York, N. Y., October 23. A. B. Par 
some, secretary, 27 West 39th St., New York, 
























National Electrical Manufacturers Association — 
Annual meeting, Waldorf Astoria Hotel, New 
York, N. Y., October 25-29. W. J. Donald, 
managing director, 155 E. 44th St., New Yort, 
NW. Ys 


Joint Fuels Conference — American Institute ¢ 
Mining Engineers and American Society, 
Mechanical Engineers—Wm. Penn Hotel, Pitt 
burgh, Pa., October 28-29. 1. E. Purcell, chair 
man, Duquesne Light Company, 435 Sixth Ave. 
Pittsburgh, Pa. 
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“«l EVERYTHING YOU NEED 


roller 


Chi. 

FOR EVE RY TYPE OF Not only the latest, most efficient 
designs in standards and lumi- 
naires, but transformers, cutouts, 
relays, glassware, time switches 
... everything for effective out- 
door lighting for street, high- 
way, or sports. Write to Main 
Offices, Milwaukee, Wisconsin, 


a 


for outdoor lighting information. 


LINE MATERIAL COMPANY 
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re 4 PROBABLY THE LARGEST INSTALLATION of the new frequency- ee 


modulated system of radio communication to be made by a w a 
public utility is that recently placed in operation by the Los 
| is Angeles Department of Water and Power. The photograph shows 
the 250-ft. steel mast that supports the 15-ft. transmitting and 
receiving antenna. Nine two-way mobile units and 25 receivers 
mounted in field cars provide instant contact with emergency 
2 crews. In the adverse terrain found within the 450-square mile 
1 area of Los Angeles the FM system provides reliable communica- 
tion in what otherwise would be low signal strength or dead 

areas with amplitude modulated systems 
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picture was snapped on the occasion 
of the Army-Navy “E” to the Bristol 
bnn., manufacturer of automatic con- 
nstruments. Left to right—Hon. Joseph 
man; Commander Edward N. Parker. 
Bristol, president; Walter H. Roberts, 
yee; Capt. G. O. Waeterling, U.S.A. 


STATION—Union Electric’s big job of 
‘as got another boost recently with 
shley substation No. 6 and its asso- 
erground distribution cable. The sta- 
06 and has since been outmoded, its 
o three other stations. Released were 
i230 lb. of copper, 10,000 Ib. of iron, in 
ion regulators, 78 oil circuit breakers, 
hes and 5,000 lb. of bus copper. In the 
able gang is shown removing cable 
stem. In the picture at left workmen 
itchboard instruments. The new Blair 

substation No. 26, built to meet 

growing demands for service, 

made possible plans to remove 
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FLUORESCENT PREVIEW—Sy]- 
vania’s new industrial fluores- 
cent fixture, recently previewed 
in Chicago for the company’s 
central division sales staff, is dis- 
cussed among Sam Eaton, left. 
fixture engineering:* Chuck Bur- 
ton, center, control division man- 
ager, and Bob Seamans, right, 
lighting division assistant sales 
manager, Sylvania Electric Prod- 
ucts, Inc. 


Geen 
TRACTOR WASHING MACHINE—Caddis fly growths are removed from Southern California , 
Edison’s Kern River water tunnels by an unusual tractor washing machine developed by the 
company. Each spring the larve migrate into the tunnels and form a deposit on the walls that 
reduces output as much as 10 percent, making it necessary to shut off the water and remove the 
growth. The job took about 25 men some six to eight hours, working with scrapers and brushes. 
The tractor has a 250-gal.-per-minute pump that sucks water from the tunnel floor and sends 
it through two %-in. nozzles at a pressure of 90 lb. per square inch. The tractor washes about 
a mile of tunnel in six hours 
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AND CONTROL SELECTION 
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Westinghouse takes pride in introducing new, 
simplified Buying Data, which enables you to select 
and purchase the proper motor and control for your 

job—in one-half the time! 


Data, as presented, is striking in its newness. It’s 
easier to read, easier to understand, and easier to use 
than any offered previously by any manufacturer. 


To fit widely varying requirements, this radically 
new Buying Data is available in two forms: 


Bound books are suitable for use of the majority 
of motor and control buyers. They contain 
prices (correct at time of issue and satisfactory 
for estimating purposes throughout the books’ 
life), dimensions, application data and descrip- 
tions. They include the following: 


“Motor Buying Data” covers popular types and 
ratings of Motors (up to 100 hp), Gearmotors and 
M-G Sets. 


“Control Buying Data” lists a wide variety of con- 
trollers and accessories for direct current, single- 
phase, squirrel-cage and wound rotor motors. 


Motor and Control Loose-Leaf Book. This is for 
the use of large-scale purchasers and is “‘tailored”’ 
to meet the needs of the individual buyer. Pricing 
data is always kept up to date by the issuance of 
new price supplements. 


Westinghouse 


PLANTS IN 25 CITIES... 


OFFICES EVERYWHERE 









SIMPLIFIED 


HERE’S HOW TO GET THIS NEW 
BUYING DATA 


If you are a buyer of Motors and Control, chances are you have 


« 


id Ey 


already received this new data by mail. 

However, if you have not received your copy, write, wire or 
phone your nearest Westinghouse district office (distribution will 
be made through district offices only—no mailings from Westing- 
house Headquarters at East Pittsburgh). Westinghouse Electric 


& Mfg. Co., East Pittsburgh, Pa. 
J-90485 
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eek’s Output 
Hits New High 


Again moving sharply upward, the 
tput curve for the week ended Sep- 
mber 4 hit a new high record—4,350,- 
11.000 kw.-hr.—according to the fig- 
es released by the Edison Electric In- 
‘tute. This compares with 4,322,195,- 
n) kw.-hr. for the preceding week, the 
revious high record. The latest week’s 
sures represent an increase of 18.4 
rcent over the 1942 week. 
Out of the seven major geographic 
gions of the country, only two showed 
srcentage gains over the 1942 week 
igher than the preceding week’s gains 
the southern states with a 26.1 percent 
crease and the Rocky Mountain states 
ith a 17.7 percent increase. While the 
acific Coast states reported a gain of 
4 percent over the corresponding 
eek of 1942, for the week ended 
ugust 28 that section showed a 22.9 
ercent gain over 1942. The gain re- 
orted for the week ended September 4 
y the Rocky Mountain states over the 
orresponding week last year was only 
ightly higher than the gain reported 
r the week ended August 28 over the 
942 week—17.7 compared with 17.6. 


Weekly Output, Million Kw.-Hr. 









1943 1942 1941 
pt. 4 4,351 Sept. 5 3,673 Sept. 6 3,133 
ug. 28 4,322 Aug. 29 3,640 Aug. 30 3,26! 
vg. 2) 4,265 Aug. 22 3,674 Aug. 23 3,231 
og. 14 4,288 Aug. 15 3,655 Aug. 16 3,238 
ug. 7 4,240 Aug. 8 3,637 Aug. 9 3,233 
ly 3) 4,227 Aug. | 3,649 Aug. 2 3,263 
ly 24 4,19% July 25 3,625 July 26 3,220 . 
ly 17 4,184 July 18 3,565 July 19 3,199 
ly 10 3,919 July Ji 3,429 July 12 3,178 
ly 3 4,110 July 4 3,424 July 5 2,901 
Percent Change from Previous Year 
Week Ending 
Oe 
‘Sept.4 Aug. 28 Aug. 2! 
lew England ......... +59 + 7.1 + 5.1 
id-Atlantic .......... +19.6 +19.9 +15.9 
ntral Industrial ..... +14.3 +16.4 +14.0 
est Central ......... +11.9 +13.0 +14.5 
outhern States ....... +26.1 +23.0 +20.5 
jocky Mountain ...... +1770 +176 8 8=+-17.7 
ne Cen nos ses +22.4 +22.9 +185 
Total United States.. +18.4 +-18.7 +16.1 
nergy Sales Advance 





20.3% in June 


Sales of electric energy to ultimate 
stomers in June totaled 15,240,139,- 
00 kw.-hr., compared with 12,669,- 
68,000 kw.-hr. in June, 1942, an 
hcrease of 20.3 percent, according to 
€ report issued by the E.E.I. 

Of a total generation of 18,075,000,- 
D0 kw.-hr. for June, generation by 
ater power plants accounted for 
482,400,000 kw.-hr. ” 

Kevenue from ultimate customers 
mounted to $251,565,700 in June, com- 
ared with $227,056,600 in the similar 
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Billions of Kw.-Hr. 
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Classification of Sales, June, 1943 
and Change from 1942 











Kilowatt-hour sales— Mil- 
During month of lion Kw.-Hr. %® 
June 1943 1942 Change 
Residential or domestic.... 2,241 2,025 +10.7 
Rural (distinct rural rates).. 299 270 4+-10.6 
Commercial or industrial 
Small light & power. 2,385 2,160 +10.4 
Large light & power.....889! 7,194 4+22.3 
Street & highway. .. 138 132. +5.1 
Other public authorities.... 743 313 +-137.1 
Railways and railroads 
Street & interurban....... 355 325 +9.1 
Electrified steam ........ 200 184 +9.) 
Interdepartmental .......... 78 66 +172 
Total to ult. customers 15,240 12,670 +-20.3 





1943 





Ww A am She AS OUR 


month of 1942, an increase of 10.8%. 
The report issued by the Edison 
Electric Institute shows that as of June 
30, 1943, residential customers totaled 
26,784,456, compared with 26,373,143 
as of the same date last year, repre- 
senting an increase of 1.6 percent. 

For the twelve months ended June 30 
the average annual use per customer 
advanced to 1,044 kw.-hr. from 1,009 
kw.-hr. for the preceding year, an in- 
crease of 3.5 percent; average annual 
bill to $38.21 from $37.23, an increase 
of 2.6 percent; revenue per kilowatt- 
hour dropped to 3.66 cents from 3.69 
cents, a decrease of 0.8 percent. 
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A. C. Sanger to Direct 
G. E. Appliance Sales 


Alfred C. Sanger has been appointed 
sales manager for the appliance divi- 
sions of General Electric Co.’s appli- 
ance and merchandise department. Mr. 
Sanger’s most recent previous position 
was manager of the company’s traffic 
appliance divisions. In this capacity 
he had jurisdiction over manufacturing, 





engineering and sales of heating de- 
vices, fans, clocks and sunlamps. Since 
curtailment of civilian goods manufac- 
turing, he has played an important part 
in the development of maritime speci- 
fications for equipment used in ven- 
tilating ships and has worked closely 
with government agencies in effecting 
ways to conserve materials. 

Mr. Sanger has had 20 years experi- 
ence covering all phases of sales and 
distribution. His first position with 
General Electric was as a radio special- 
ist in Philadelphia in 1930 and two 
years later, when G.E.’s appliance and 
merchandise department established a 
Philadelphia district sales office, Mr. 
Sanger became district manager. In 
1939 he was made sales manager of 
the domestic refrigeration section, head- 
quarters office. then located at Nela 
Park, Cleveland. It was in the follow- 
ing year that he was appointed man- 
ager of traffic appliances with head- 
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quarters in Bridgeport. Clocks were 
added to the traffic appliance group in 
1941 and at that time Mr. Sanger be- 
came a director of the Warren Telechron 
Co., Ashland, Mass., a General Electric 
subsidiary. Factory operations super- 
vised by Mr. Sanger as manager of 
traffic appliances included the electric 
iron factory at Ontario, Calif., and sec- 
tions of the Bridgeport Works. 

Sales activities of the traffic appli- 
ance divisions, one of the responsibilities 
held by Mr. Sanger prior to his new 
assignment, will now be in charge of 
Marshall B. Ross. 


> G. C. Nerr, president of the Wiscon- 
sin Power & Light Co., has resigned 
from the Madison Civilian Defense 
Council and E. R. FEvser, vice-presi- 


.Ment of the Madison Gas & Electric Co., 


has been appointed to succeed him. 


> McNeety DuBose, vice-president of 
the Aluminum Co. of €anada, Ltd., has 
been placed in charge of all company 
operations in the Saguenay district with 
headquarters at Arvida, Quebec. He js 
also president of Saguenay Electric Co. 
and vice-president of the Aluminum 
Power Co., Ltd., the Saguenay Trans- 
mission Co., Ltd., and the Alma & Jon- 
quiere Railway Co. 


> Dr. B. H. Baer, Ashland, and Emir 
Wotr, North Bend, have been ap- 
pointed members of the Omaha (Neb.) 
Public Power Commission by Gov. 
Dwight Griswold. The commission was 
authorized under the terms of a bill 
passed by the last Legislature. The 
commission will be made up of nine 
members. Mayor Dan Butler of Omaha, 
who will also be a member, will appoint 
the six others. The bill provides that 
the two members of the commission 
appointed by the Governor must live 
outside of Omaha. 


> Harry M. O_pHam, who has been as- 
sistant superintendent of the Rome di- 
vision of the Georgia Power Co., has 
been promoted to division superintend- 
ent to fill the vacancy created by the 
resignation of Leland E. Anderson. Mr. 
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Anderson has been made vice ITesidey 
and general manager of the ‘ Olumby 
Transportation Co. Mr. Oldham joing 
the company in 1926, and had engine, 
ing experience in Athens, At\anta al 
Macon before going to Rome jin jyx 
as assistant division superintendent He 
will be succeeded as assistan: division 
superintendent by J. C. Lirsey, forme) 
Rome division meter superintendey 
R. B. Battarp of the Augusta mete 
department will be transferred to Ron 
as division meter superintendent, 


W. | 












































Bulldog Products Names fe ‘“<". 
Benfield Eastern Managem For 
J. J. Mitchell, vice-presiden: in rie 
yice-pr 
charge of sales of Bulldog Electric the 
Products Co., Detroit, has announced Railwa 
the appointment of H. H. Benfield a During 
Eastern division manager to supervie ME had m 
and direct the activities of the com. proper 
States. 
> Dor 
pointes 
home : 
& Pow 
ber of 
she wi 
nating 
gram. 
» Roy 
as hea 
the di 
depart 
tric & 
quarte. 
Gavert 
compa 
pany’s Boston, New York, Washington, 
Philadelphia, Syracuse and Buffalo of} i » Wi 
fices. Mr. Benfield has been district plant 
manager for Bulldog in New Yoru phone 
since 1941. Prior to his connection with been | 
Bulldog Electric Products, he was {orf Engine 
merly sales manager of the steel and Engine 
tubes division of Republic Steel Co. Inc. 
Pump 
® Cambr 
preside 
P Wirtiam H. MacCrevwisu has beal poy. 
appointed district manager of the Gray- parted 
bar Electric Co., Boston, Mass., sue Raverk 
ceeding Charles S. Powell, who ha | 
been appointed manager of the com > Lest 
pany’s communication and merchandi#M  superi 
departments with headquarters in Nev ing di 
York City. Mr. MacCrellish has bee Gener; 
district manager of the company # a grad 
Cincinnati since 1924, where he ws and et 
president of the Cincinnati Electne in Sch 
Club for two years. He has been wii assign: 
the Graybar organization for 38 yeat Oakla: 
in the East and Middle West. Schen 
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P.Southard Relinquishes 
Position in St. John 


\. P. Southard, for the past ten years 
vice-president and general manager of 
\93ME the \ew Brunswick Power Co., St. 
|. Helle John, N. B., a subsidiary of the Federal 
‘sig fim Light & Traction Co., has resigned. He 
had been asked to continue with the 
New Brunswick utility under the new 
management, control of the company 
having recently been purchased from 
Federal Light by interests headed by 
F. C. Manning of Halifax, new presi- 
dent. In view of his long service with 
Federal—32 years—he preferred to re- 
main with that organization. 

For the 15 years prior to being trans- 
ferred to St. John, in 1933, he had been 
vice-president and general manager of 
the Trinidad Electric Transmission 
Railway & Gas Co., at Trinidad, Colo. 
During the seven preceding years he 
had managed Federal Light & Traction 
properties elsewhere in the United 
States. 
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> DorotHeA SHERLOCK has been ap- 
pointed to the position of supervisor of 
home service for the Connecticut Light 
& Power Co., Waterbury, Conn. A mem- 
ber of the Waterbury general sales staff, 
she will work with all districts, co-ordi- 
nating the company’s home service pro- 
gram. 


» Roy V. Gavert has been appointed 
as headquarters staff superintendent of. 
the district manufacturing and repair 
department of the Westinghouse Elec- 
tric & Manufacturing Co., with head- 
quarters in East Pittsburgh. Mr. 
Gavert was formerly manager of the 
company’s Canton ordnance division. 


> Wittarn F. Wuirman, mechanical 
‘® plant supervisor, New England Tele- 
(E® phone & Telegraph Co., Boston, has 
if been elected president of the Plant 
‘B® Engineers Club, affiliated with the 
i Engineering Societies of New England, 
Inc. Grorce E,~Freeruy, president 
Pump Equipment & Enginering Co., 
Cambridge, Mass., has been made vice- 
president of the club, and Wayne S. 
Bauous of the plant engineering de- 
partment, United Shoe Machinery Co.., 
Beverly, Mass., is secretary-treasurer. 


> Leste E. CLover has been appointed 
superintendent of a newly formed test- 
ing division at the River Works of 
General Electric in Lynn, Mass. He is 
a graduate of the University of Nevada 


and entered the compgny’s test course 
in Schenectady in 1928. After various 
assignments he was transferred to the 
Oakland factory in 1936, returning to 


Schenectady in 1937 and later being in 
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charge of the student recruiting and 
placement division. In his new post 
Mr. Clover will be responsible to man- 
ager George M. Stevens for all testing 
and test personnel, 


Cutler-Hammer Appoints 
Jones Sales Manager 


Appointment of P. S. Jones as gen- 
eral sales manager for Cutler-Hammer, 
Inc., Milwaukee, has been announced. 
In his new duties Mr, Jones will have 
direct supervision of sales for the com- 
pany through its thirty selling terri- 
tories throughout the country. 

Mr. Jones first became associated 
with the company at Milwaukee as a 
sales engineer in 1915, and he was 
transferred to the Pittsburgh office in 
1919, where he was later appointed as 
branch manager of the Pittsburgh sales 





territory. For the past fourteen years 
prior to his new appointment Mr. Jones 
was in charge of the New York sales 
territory. He is a graduate .af:Ohio 
State University, where he obtained his 
B.E.E. in 1915. 


>R. F. Bessey has been appointed 
special adviser to the staff of the Bon- 
neville Power Administration. Mr. Bes- 
sey has been a resident of Portland for 
the past ten years and formerly was 
northwest regional officer of the Na- 
tional Resources Planning Board. He 
has 24 years experience in governmen- 
tal work, his first assignment being 
with the Panama Canal Commission 
in 1911. Since that time he has served 
in the War Department, the Navy De- 
partment, the Department of Interior, 
the Public Works Administration and 
the executive office of the President. He 
has had 35 years of engineering experi- 
ence, both in the United States and 
abroad, and has been engaged in re- 
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sources and development planning 
work for a number of years. In addi- 
tion to acting as special adviser on 
matters affecting the integrated develop- 
ment of the Pacific Northwest’s water 
resources, Mr. Bessey will assist in the 
preparation of material on power de- 
velopment for the Bonneville Advisory 
Board. 


OBITUARY 


> Georce S. Biiven, 60, for many years 
prominent as an electrical contractor 
in industrial circles in southern Massa- 
chusetts, died in Attleboro, Mass., on 
August 20. 


PCuHartes Orten, Jr., 57, Bristol 
County manager of the Narragansett 
Electric Co., Providence, R. IL. died at 
Bristol, R. L., on July 30. He had been 
located at Bristol for thirteen years, 
previously having been with the Plym- 
outh, Mass., Gas Co. 


> Wittarp I. WarrinerR, general man- 
ager of the Long Island Lighting Co. 
from 1912 to 1923, died at his home in 
Bay Shore early in July, at the age of 
87. Mr. Warriner was a graduate of 
Wesleyan University. 


> Wittiam G. Stretton, 73, for 40 
years a prominent electrical contractor 
dealer at Woburn, Mass., died in that 
city on August 9, 


Gene Exo, advertising manager of 
West Texas Utilities Co., Abilene, Tex., 
and editor of the company journal, 
Electric Times, died in that city on 
August 9, of a heart attack. Mr. Elo 
joined the company in 1936. 


> Georce R. HoLuicer, consulting en- 
gineer for the Power Corp. of Canada, 
Ltd., Montreal, died on August 17 at 
his summer camp at Lake Echo, Que- 
bec. He was in his sixty-third year. Born 
in Switzerland, Mr. Holliger came to 
the United States 38 years ago. He went 
to Canada about 20 years ago and there 
joined the Southern Canada Power Co., 
Ltd., and subsequently the Power Corp. 


> Witt1am J. Gramps, some years ago 


an executive of the Puget Sound Power 
& Light Co., Seattle, Wash., died in that 
city on August 17, at the age of 81 
years. Mr. Grambs entered the electrical 
business in Seattle in 1888 and estab- 
lished and organized the Northwest 
Electric Supply & Construction Co. In 
1899 he resigned from the company to 
become purchasing agent for the Se- 
attle Electric Co., predecessor of Puget 
Sound Traction, Light & Power Co., 
which was subsequently reincorporated 
as the Puget Sound Power & Light Co. 
He was a graduate of the Naval Acad- 
emy at Annapolis. 
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Plans Joint Action 
on Post-War Steps 


Retailers in the electrical appliance 
field will soon confer with manufac- 
turers on post-war steps to develop and 
promote products having the greatest 
consumer appeal, which in turn will 
aim at increasing production and main- 
taining employment, it was _ recently 
disclosed. The conference is being 
sponsored by the post-war planning 
committee of the National Retail Dry 
Goods Association. 

With the termination of hostilities 
retailers believe that there will be a 
tremendous consumer demand for elec- 
trical appliances for the home, produc- 
tion of which has been stopped for the 
duration. Thgy believe filling this de- 
mand will be one of the immediate post- 
war jobs for both retailer and manu- 
facturer. Many new products are an- 
ticipated. 

With many women now engaged in 
war work and becoming accustomed to 
labor-saving machinery, they will be 
more expert in the selection of devices 
for their homes, it was suggested. 

Preliminary post-war plans of re- 
tailers and buying organizations in the 
department-store field indicate they 
plan to compete more aggressively for 
the consumer’s appliance dollar. 


RMA Forms Post-War 
Planning Committee 


Studies of the post-war problems of 
the radio manufacturing industry are 
to be undertaken on a broad scale by 
the Radio Manufacturers’ Association. 
R. C. Cosgrove, vice-president and gen- 
eral manager, manufacturing division, 
Crosley Corp., has been named by Presi- 
dent P. V. Galvin of the association as 
chairman of a new special committee 
of the RMA on post-war planning. 

Looking toward the resumption of 
domestic production, the committee will 
have wide jurisdiction in the field of 
post-war planning, including reconver- 
sion of the industry to civilian manu- 
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facturing and also immediate problems 
relating to war contracts and their 
termination. 


Plastic Advisory Group 
Appointed by OPA 


Appointment of five members of the 
plastics industry to serve on a national 
industry advisory committee for plastic 
thermosetting laminates has _ recently 
been announced by the Office of Price 
Administration. 

Those named to the committee are: 
D. J. O’Conor, president Formica In- 
sulation Co., Cincinnati; C. C. Steck, 
president Spaulding Fibre Co., Tona- 
wanda, N. Y.; William H. Milton, Jr., 
manager plastics department, General 
Electric Co., Pittsfield, Mass.; R. R. 
Titus, president Synthane Corp., Oaks, 
Pa.; C. R. Mahaney, general manager 
Panelyte division, St. Regis Paper Co., 
Trenton, N. J. 





PROGRAM CO-ORDINATOR—Paul White is boss of more than 30 foreign and domestic 
correspondents spotted around the world and heard on General Electric’s “The World 
Today.” short-wave news program heard every day at 6:45 p. m. (EWT) over CBS 
network stations. The “cue channel” on White's left puts him in direct touch with th 
correspondents in London, Algiers, Moscow and other hot news spots 
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Westinghouse Ouitpu; 
Reaches New Hic} 


More materials for war were Dt 
duced by Westinghouse Electric & 
Manufacturing Co. in July of ‘his yey 
than in any month in the history of th, 
company, A. W. Robertson, chairman, 
reported to the directors recently, 

July shipments amounted to well oye 
$65,000,000. The previous high was jy 
last April, when billings reached $63) 
millions. 

“The production of standard equip. 
ment, such as_ turbines, generators 
switchgear and motors is on schedule” 
Mr. Robertson said. “The pressure oy 
equipment for tanks and some other 
items is slackening up because oj 
changes in the national production py. 
gram. But the demand for radio equip. 
ment, parts and equipment for aircraft 
and Navy and Merchant Marine ship 
equipment, including turbines and 
gears, continues very high. 

“Practically all divisions of the com. 
pany are operating at capacity...” 

Despite rapidly increasing rate of 
production, the company’s backlog of 
unfilled orders remains high because of 
the continuing pressure for war ma 
terials. The peak of unfilled orders 
occurred at the end of March, this year, 
when the total stood at $987 million. 
At the end of July the figure was $94 
million, and at the beginning of the 
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year it was $925 million. C 
Employment at Westinghouse is at a 

peak of 105,000 persons and the trend Man 

is still upward. produc 

by the 

throug 









increa: 
or fre 
throug 

In : 
availa} 
sumer 
sized 1 
not a\ 
produc 
variou 
cess 0} 
and ak 
manuf 
may n 
produc 
or froz 


WPB 


















Mor 

The 
has re 
plants 
Ill.: | 
Ohio: 

Corp.. 
Vinato 
M illo 


September 11, 194! * 
irst ¥ 


ELE( 








ut 
igh 
» /Mqnufacturers Issue 


Ic § 


Yew Earnings Reports 


: the The following earnings statements 
Man, , ; 
ave recently been issued by electrical 
over Mae anufacturing companies: 
8 in McGraw Exectric—For the _ twelve 
63) FEnonths ended June 30, net profit $828,076 
fer depreciation and a provision of $1,- 
: 99,000 for federal and state income taxes 
[ulp- nd for federal excess profits taxes. Net is 
tors, qual to $1.75 a share on the 472,600 
ile.” hares of capital stock. This compares with 
revised net profit of $1,487,305, or $3.14 


* On chare for the twelve months ended June 
ther B), 1942, when the income tax provision 
of otaled $1,857.000. Net sales for the twelve 
Dro. onths totaled $8,359,257 against $11.016,- 
. 69 in the similar period a year earlier. 
2 Evecrric Srorace Battery—lIncluding 
rat holly owned subsidiaries, for six months 


hip nded June 30, net profit of $1,012,245 
fter charges and provision of $3,473,100 


and 
for income and excess profits taxes and 
ontingencies. This net is equal to $1.11 a 
mM Hi/chare on the 907,810 shares of common 
- stock. It compares with a net profit of 
of $932,593 or $1.03 a share for the first six 
' months of 1942, when the income and 
. xcess profits tax provision amounted to 
of HR$2.029,818. 
ha CanapA Wire & Casite—Six months to 
ers une 30, net income, $546,136, against 
ar, fe204,919 last year. 
Dn. @ 


» @acCivilian Steel May 
Come From SRC Stocks 


id Manufacturers of permitted civilian. 
products whose production is governed 
by the amount of steel they receive 

- Pethrough CMP allotments may possibly 

increase their output by using excess 

or frozen stocks of steel available 
through the Steel Recovery Corp. 

In reminding manufacturers of the 
availability of such metal, WPB’s Con- 
sumer Durable Goods Section empha- 
sized that the frozen or excess steel is 
not available for the manufacture of 
products which have been banned by 
various limitation orders. However, ex- 
cess or frozen stocks may be used over 
and above CMP allotments to individual 
manufacturers. Excess or frozen steel 
may not be used to exceed scheduled 
production. Application for the excess 


or frozen stee] should be made on form 
WPB 2757. 


More War Plants Get ”E” 


The Army-Navy production award 
has recently been won by the following 
plants: MeGraw Electric Co., Elgin, 
Ill; Babeock & Wilcox Co., Alliance, 
Vhio; Phelps Dodge Copper Products 












vinator Corp., Lansing, Mich., and P. R. 
Mallory & Co., Inc., Indianapolis, Ind., 
third star for “E” pennant, which was 
first won in January, 1942. 
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Field Reports on Business 


Reports on business conditions throughout the country continue favorable on 
the whole, though heavy plant construction is lagging somewhat. Considerable 
new housing is being planned. Retail trade advanced slightly, but continues 


spotty, the weather being a factor. 


CHICAGO 


Lagging war plant construction in the 
Chicago area received a reviving stimulus 
last week with the announcement by Phelps 
Dodge Copper Products Corp. of plans for 
the equipment and operation of a mammoth 
$12.000000 aluminum and magnesium 
working plant in the area. 

With the exception of this plant, heavy 
construction continues its established de- 
cline. Lighting equipment manufacturers 
confirm the trend with reports of a shift 
from large orders for industria] fixtures to 
smaller orders for conversion type lighting 
equipment from small businesses engaged 
in a conversion of old to new lighting as a 
step in their shifts to war sub-contract 
work. As the industry enters the fall light- 
ing season a moderate volume of this type 
of business is being experienced here. 

Last week’s war planning conference of 
REA in St. Louis revealed that manufac- 
turers are being asked to develop for large 
scale production after the war certain new 
farm electrical appliances, such as quick 
freeze units, power irrigation equipment, 
cereal grinding mills for the home, better 
egg coolers, milking machines, livestock 
feed grinders, standard home appliances, 
with special emphasis on pressure water 
systems. 

The office of the Electrical Inspector, 
Chicago, reports that during August per- 
mits were issued for 4.265 convenience out- 
lets and 1.915 additional outlets. This 
represents little change in the volume of 
electrical construction in Chicago. 


PACIFIC COAST 


Wholesalers in most locations report that 
their August volume of sales showed no 
marked decrease from 1943 standards. 
However, no accumulated backlog of new 
orders seems to be building up, to replace 
those long-standing orders which have been 
recently billed. 

Considerable new housing is being 
planned, outstanding being 8.000 units 
proiected for Los Angeles County and 
$1,250,000 of privately financed homes in 
Portland’s Greenacres development. Con- 
tract for 1,640 family units was awarded 
in Alameda for $2,510,000. 

California factory workers exclusive of 
clerical help are now close to 900.000. an 
increase of 5 percent over midyear and 30 
percent over June, 1942. 

New orders include three 500-kw. trans- 
formers and 16 circuit breakers, costing 
$25.000, for a naval dock contractor; 1.200 
fractional-horsepower motors and 70 sizes 
1 to 3 hp., totaling $50,000, all for pressure 
pump outfits; 260 general-purpose d.c. 
motors, costing $45,000, for the Army, and 
$15.000 of capacitors and primary cutouts. 
Decreased orders for stock size transform- 
ers, due to restrictions for service exten- 
sions, and considerably increased orders 
for smaller motors, particularly for pump- 
ing work, have necessitated shifts in set-up 
of several coast power apparatus factories. 

An outstanding order covers $500,000 of 
propeller equipment for the CAA wind- 
tunnel at Moffatt Field. Considerable ven- 
tilating equipment will be needed for the 
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projected $10,000,000 vehicular tunnel from 
Long Beach to Terminal Island, now under 
discussion, 


NEW ENGLAND 


Bookings of electrical equipment for 
naval and merchant marine vessels are 
heavy and a high rate of activity for some 
time to come is expected according to one 
prominent official, who points to record 
ship building in New England yards as 
one indication of the tempo at which ma- 
terials, including widely diversified elec- 
trical equipment, must be supplied. Eastern 
shipyards in this area are buying large 
quantities of wiring supplies for light and 
power; schedules received by one depart- 
ment call for totals aggregating from a 
few hundred dollars to $10.000 with un- 
broken regularity, according to one source. 
A large volume of condenser tubes was 
recently awarded a Connecticut manufac- 
turer; electric heating units are in demand, 
and motor pumping units are moving at a 
good rate. 

A good deal of interest is being aroused 
among municipalities over plans for post- 
war development which should, if carried 
out, stimulate sales of considerable equip- 
ment. 

An addition to a substation under super- 
vision of the Bureau of Yards and Docks 
will cost $14,225 and will be constructed 
by Jas. Wilkinson Co.. Boston. Industrial 
actiyity in the greater Boston area shows a 
slight falling off due to slackening in the 
demand for leather and rubber goods. The 
shortage of skilled help is still a major 
problem in certain plants engaged in the 
manufacture of special electrical apparatus. 


NEW YORK 


Business reports generally were favorable 
for the week. Civil engineering construc- 
tion in continental U. S. for the week 
totaled $61,674,000. This volume is 52 per- 
cent higher than in the preceding week, 
but is 76 percent below the total for the 
corresponding 1942 week as reported by 
Engineering News-Record. Public construc- 
tion is 86 percent above Jast week as a re- 
sult of the 32 percent gain in state and 
municipal work and the 92 percent climb 
in federal volume. Private work, though, 
is 39 percent lower than a week ago. Com- 
parisons with the corresponding 1942 week 
show an 8 percent gain in private, but 
public construction is 78 percent lower. 

Weekiv summary of business conditions 
in the Pittsburgh district issued by the 
Bureau of Business Research, University 
of Pittsburgh, reports that despite the rise 
in general business, some lines of eco- 
nomic activity declined or failed to show 
the usual seasonal ‘increase. Coal produc- 
tion, however, was the best in four weeks, 
and electric power sales to industrial users 
reached a new high record. 

Retail volume increased slightly in the 
metropolitan area, but was spotty as 
weather affected consumer buying. Retailers 
report that consumers are becoming more 
value-conscious and present purchasing is 
with an eye to quality and durability. 


(919) 19 















eat neresnecnetsetaisi oneness 


~<a eenneeneeentie nestissnilonestnadichaaaystn ene an awicseneesienininntess ni 


emmaepaneanepinbenpabeerrcin rae 


soiree repeaters ahammar ns tse 





To Survey Taunton 
Municipal Service 


Two interruptions spoil 
nine-year record 


Following interruptions of service on 
the Taunton, Mass., municipal electric 
system which broke a favorable record 
of about nine years, apart ‘from the 
1938 hurricane, the management has 
retained the Stone & Webster Engineer- 
ing Corp. to survey operating condi- 
tions and has arranged with the Boston 
Edison Co. for a test of transmission 
cables by the kenotron method. 

Major interruptions occurred on June 
8 and August 5 last, after the comple- 
tion and successful operation of a new 
semi-outdoor type Riley boiler (170.000 
lb. per hour, steam at 900 psi. and 825 
deg. F.) and a 5,000-kw. Westinghouse 
topping turbine unit at the West Water 
Street steam plant. The older portion 
of the station contains four B & W 
Stirling boilers and three steam turbine- 
generator units aggregating 14,000 kw. 
Steam is sold to local industries on a 
substantial scale. The system has a 
6,800-kva. tie-in with the Montaup Elec- 
tric Co. The West Water Street plant 
has recently been converted to coal. 


The June Interruption 


On June 8 the electric load on the 
station was 8,400 kw. at 7:30 a.m., 
the interruption occurring at 7:45 a.m. 
Two generating units were on the line, 
one being the topping turbine, and were 
operating in parallel with Montaup. 
One unit was out of service for over- 
haul and another had been taken off 
at 5:28 a.m. due to overload on the 
circulating pump motor. The tide was 
low and apparently the vacuum on the 
condensing unit was lost, thus trans- 
ferring a substantial block of the load 
to Montaup (load on tie line at 8:30 
a.m. was 2,200 kw.). The traveling 
screen was clean. The high-tension line 
fuses (66 kv.) blew from sudden over- 
load. Energy was restored to the steam 
plant bus within five minutes, some 
feeders picked up within 30 minutes 
and the system was normal in one hour 
and 15 minutes. 

The August 5 interruption resulted 
from a severe electrical disturbance on 
the system which caused the voltage to 
drop sharply, tripping out the under- 
voltage releases of the electrically driven 
auxiliaries. While an automatic throw- 
over on one of the circulating pumps 
operated, the pump apparently did not 
maintain speed and the unit lost its 
vacuum after about five minutes. An- 
other unit lost its vacuum when the 
undervoltage trip on the circulating 
pump motor operated. The system load 
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at the time, 9:15 a.m., was 10,000 kw. 
and the tie line load 2,000 kw. The 
tide was low and one unit was out of 
service for overhaul. The tie line fuses 
blew and a busbar support at Oak 
Street substation was broken, insula- 
tion on a current transformer on the 
Whittenton line being punctured by a 
surge. Service on some feeders was 
not interrupted and was fully restored 
on the system at 10:55 a.m. Local in- 
terruptions also took place on August 
13 and 14, due to circuit breaker 
trouble and lightning. 

Following these interruptions it was 
recommended by the management that 
additional steam generating capacity be 
maintained available on the bus at all 
times when the system load exceeds the 
Montaup tie line capacity; that the fus- 
ing capacity of the interconnection be 
increased; that the bottom of the river 
in front of the condenser intake be 
further excavated; that repairs be made 
on one circulating pump to insure auto- 


matic pickup operation for steam drive; - 


that the system relaying be checked, 
and that transmission cables be keno- 
tron tested. The U. S. Geological Sur- 
vey reports that the run-off in the river 
has been abnormally low for two years. 


Common Stock Dividend 


The directors of Louisville Gas & 
Electric Co. of Kentucky on September 
1 announced declaration of a common 
stock dividend of 373 cents a share, pay- 
able October 25 to stockholders of 
record September 30. At the same time 
regular quarterly dividends on the $25 
par and $100 par 5 percent preferred 
stocks were yoted for payment October 
15, record of September 30. Monday, 
September 13, has been set for the 
company’s annual stockholders’ meet- 
ing. Members of the directorate have 
been renominated for re-election. 





Utility Reports 


Net Income 
1943 1942 

*Alabama Power .......... $4,871,433 $3,346,480 
tColumbus & Southern Ohio 

MINE. Soni des pau cea. 3,549,327 3,367,039 
*Da:ilas Power & Light.... 1,507,761 1,507,495 
*Engineers Public rvice 

en MS os v5 nad kis 5,031,878  4,251.180 
*Florida Power & Light.... 2,404,785 1,401,318 
*Georgia Power ........... 6,366,627 5,459,504 
*idaho Power ....... .... 1,526,565 1,009,181! 
*Kansas Gas & Electric 1,631,590 1,233,831 
*Louisiana Power & Light.. 1,405,407 992,547 
*Mississippi Power & Light. 782,203 538,879 
*Montana Power and subs. 4,343,125 2,684,312 
tNational Power & Light 

ee iE eee ie ee 6,185,654 5,079,606 
*Nebraska Power .......... 1,804,721 1,271,240 
*New Orleans Public Serv.. 2,203,247 2,219,959 
*Northwestern Electric .... 709,994 573,927 
*Texas Electric Service..... 2,208,642 940,439 
*Texas Power & Light...... 2,636,237 1,402,251 
+Wisconsin Power & Light... 1,594,160 1,571,251 





*Twelve months ended July 31. 
tTwelve months ended June 30. 
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Utility Offerings April 
Placed on Marke i"’" 


on th 

The first week of Septemler yi, Mme°°” ° 
nessed considerable activity in the ney Mme |" 
issues market for public utility secu, 
ties. 

First mortgage 3% percent |onds of 
the West Texas Utilities Co. to th 
amount of $18,000,000 were offered a 
102.46 and accrued interest. The bond 
are due August 1, 1973. Net proceeds 
will be applied to the redemption x 
105 and interest of $18,000.000 of 334 
percent first mortgage bonds of the 
company. s of 

Public offering was also made of ay est Te 
issue of $17,000,000 Iowa Power & Light le Se 
Co. first mortgage bonds, 314 percent Mien. 
series, due 1973, at 108% and interest, The 4 
The bonds constitute a direct first mor. tition 
gage on substantially all of the fixed Hind ow! 
property and franchises owned by the ilectric 
company, and except for $2,500,000 i.6 per 
serial bank loans will be the company’s Natic 
sole funded debt after the redemption der. 1 
on March 1, 1944, of existing issues, the | 
provided for in part from the proceeds the | 
of this offering. Another purpose of Mie sect 
the issue is to supply funds to acquire The | 
the business and properties of the Des ith an 
Moines Electric Light Co. and the Iowa (ipirectin 
business and properties of the Iowa- 
Nebraska Light & Power Co. 

An issue of first mortgage bonds of 
the Pennsylvania Electric Co., totaling 
$4,000,000, 314 percent series due 1973, 
was offered during the week. The bonds, 
dated September 1, 1943, are due Sep- 
tember 1, 1973, and were offered to the 
public at 106% and accrued interest. 
Proceeds from the sale of these bonds 
will be applied to the redemption on 
October 1, 1943 of all the outstanding 
first mortgage gold bonds, 5 percent 
series due 1978, of Keystone Public 
Service Co., and to the redemption o/ 
all the outstanding 5 percent non-voting 
preferred stock of Erie County Electric 
Co. 

That the current money market is an 
extremely favorable one is evidenced by 
the fact that the offerings of both the 
450,000 shares of Idaho Power (Co. 
common stock at $24.62% a share, and 
the offering of 35,000 shares of the 
Pennsylvania Electric Co. $4.40 pre 
ferred stock at $105.25 a share, wert 
quickly oversubscribed. 
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Cuts Debt $20,000,000 


Trustees of the Consolidated Edison 
Co. of New York, Inc., have voted to call 
for redemption on October 1 ‘ten-yeat erred 
314 percent debentures to the amount 1.75 
of $20,000,000. The debentures are due ert 
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April 1, 1946. These bonds are out- 
nding in the amount of $35,000,000. 
on their redemption, Consolidated 
json will have outstanding $140,000,- 
) in debentures. 


tility Subsidiary Sale 
Affirmed by Court 


U. S. Cireuit Court of Appeals af- 
ed recently an order of the Securi- 
; and Exchange Commission, author- 
ng the sale by National Power & 
ght Co. of all the outstanding securi- 
; of its wholly owned subsidiary, 
est Tennessee Gas Co., to the Equit- 
Ne Securities Corp. of Nashville, 
enn. 
The affirmation was the result of a 
tition by Samuel Okin, an attorney 
»d owner of 9,000 common shares of 
Nectric Bond & Share Co., which owns 
5.6 percent of the outstanding common 
National, for a review of the SEC’s 
der. Mr. Okin had sought permission 
the SEC to intervene in opposition 


> the application of National to sell 


he securities. 

The sale was a step in compliance 
ith an SEC order of August 23, 1941, 
irecting the dissolution of National. 


elena to Discuss 
Purchase of Utility 


Public hearing on the proposed pur- 
hase of the Arkansas Utilities Co. by 
e city of Helena, Ark., will be held in 
at city on September 20. The an- 
ouncement was made by Mayor D. T. 
argraves, following passage of a reso- 
ution by the City Council calling for 
uch a imeeting. 


isk Revenue.Bond Bids 


On September 17, subject to an elec- 
ion to be held on the previous day, the 
mperial Irrigation ‘District of Cali- 
ornia will open bids on a new issue of 
6.000.000 electric revenue bonds. The 
ssue will be dated. October 1, 1943, and 
‘ill mature serially July 1, 1945-73. 


r 
Bidders are to name a rate not exceed- 


ng 3% percent. 


. 
tility Omits Dividends 
Directors of the Utah Power & Light 
. at a meeting held recently took no 
vidend action on the $7 and $6 pre- 
erred stocks. On July 1 payments of 


1.75 and $1.50 a share, respectively, 
ere made on the two issues. 
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Sales Opportunities 


Micuican—General Motors Corp., Gen- 
eral Motors Building, Detroit, has con- 
tracted with government for expansion in 
certain plants in Michigan and Indiana, 
including new buildings and installations 
of mechanical and electrical equipment. 
Entire project will cost about $5,000.000, 
with financing by Defense Plant Corp. 
Work is scheduled to be carried out at 
early date. 


New York — Chautauqua - Cattaraugus 
Electric Cooperative, Inc., Cherry Creek, 
Raymond Colburn, president, will begin 
work soon on primary and secondary lines 
for new rural electric system, with line 
transformers, service connections and other 
operating facilities, Initial installation will 
total about 100 miles. Power supply will 
be secured from New York State Electric 
& Gas Corp., with power substation to be 
provided for connection with high-tension 
system of company. Project is estimated 
to cost about $176,000, with financing 
through federal aid. Ralph L. Woolpert 
Co., 132 North Main St., Dayton, Ohio, is 
consulting engineer. 


Wisconstn—Harnischfeger Corp., 4400 
West National Ave., Milwaukee, manufac- 
turer of cranes and other heavy machinery, 
has leased diesel engine-electric plant at 
former property of Port Washington Dock 
Co., Port Washington, and will use for 
power supply for factory in that area. Ex- 
tensions and improvements will be made 
in station, with installation of equipment 
for increased capacity. Roy Brent is com- 
pany engineer in charge. 


TENNESSEE—Reynolds Metals Co., Grace 


’ Securities Building, Richmond, Va., plans 


new plant for production of aluminum 
bomber parts for government. Project will 


comprise large group of one and multi-story | 


structures for extrusion and other produc- 
tion service, with storage and distributing 
buildings, administration building and 
miscellaneous operating structures, with 
mechanical and electrical equipment. A 
main power substation will be built and a 
number of smaller transformer stations in- 
stalled at various points on plant site. En- 
tire project will cost about $18.000.000, 
with financing by Defense Plant Corp. 
Work is scheduled to begin at once. Com- 
pany also will carry out expansion in plant 
in Kentucky, with installation of mechani- 
cal and electrical equipment for increased 
capacity. Cost estimated approximately 
$365,000, with financing provided by same 
government agency noted. Output will be 
used by government. Plant property has 
been purchased in Chicago, Tll.. consisting 
of several one-story buildings. for reported 
consideration of about $135.000, and will 
be remodeled and expanded for new branch 
plant for manufacture of aluminum and 
magnesium products, with installation of 
machinery and electrical equipment. Work 
will proceed at early date. 


Oun1to—Toledo Edison Co., Toledo, has 
approved plans for extensions and improve- 
ments in a building to be used for equin- 
ment storage and distribution, and will 
carry out work at once. 


Iowa— War Department, Washington, 
D. C., has authorized new military canton- 
ment, comprising warehouses, shops and 
other industrial buildings, with mechanical 
and electrical equipment. Also power sub- 
station, with electrical distribution’ lines, 


service connections and other operating 
facilities. Barracks, mess halls, officers’ 
quarters, administration building and other 
structures will be built. Cost estimated 
about $1,000.000. Project will be placed 
under way soon and will be supervised by 
U. S. District Engineer Office, Omaha, Neb. 


New Jersey—Public Service Electric & 
Gas Co., Newark, has approved plans for 
new multi-story addition, about 60<100 ft., 
at steam-electric generating station, for 
expansion in generating division. Cost re- 
ported in excess of $150,000. Construction 
will be carried out and supervised by 
United Engineers & Constructors, Inc., 
1401 Arch St., Philadelphia, Pa., engineer 


and contractor. 


MaryLanp—Revere Copper & Brass, Inc., 
Baltimore Division, 1301 Wicomco St., 
Baltimore, plans new plant for production 
for government, comprising several large 
operating buildings, with mechanical and 
electrical equipment. Also storage and 
distributing buildings and auxiliarv struc- 
tures. Cost estimated about $6.000.000, 
with financing by Defense Plant Corp. 
Work will proceed at early date. 


Arkxansas—City Council, Jonesboro, is 
arranging plans for post-war improvements, 
including extensions in municipal power 
plant and waterworks station, with instal- 
lation of equipment for increased capacity. 
Cost estimated over $300,000. Also will 
make extensions and improvements in 
municipal distribution system. L. A. Henry 
is engineer. 


New Jersty—Wright Aeronautical Corp., 
Paterson, will carry out expansion in cer- 
tain plants for production for government, 
including additional buildings with me- 
chanical and electrical equipment. Cost 
estimated about $5,500,000, with financing 
by Defense Plant Corp. Program is sched- 
uled to proceed at early date. 


Ou1to — War Department, Washington, 
D. C., has approved plans for new military 
cantonment, comprising shops, warehouse 
and miscellaneous industrial buildings, 
with mechanical and electrical equipment. 
A power substation is planned, with elec- 
trical distribution system, service connec- 
tions and other operating facilities. Bar- 
racks and officers’ quarters will be built, 
as well as mess halls, administration build- 
ing and accessory structures. Entire proj- 
ect will cost over $1.000.000, and will be 
carried out at once. It will be supervised 
by U. S. District Engineer Office, Pitts- 
burgh, Pa. 


Wasuincton — Department of Public 
Utilities, Tacoma, will begin work soon on 
construction of new switchyard at munici- 
pal hydroelectric generating station, where 
expansion is now under way. Also for 
installation of steel transmission towers 
for station terminal service. . New trans- 
mission tower base also will be installed 
at Alder power dam, where development 
similarly is in progress. 


TeNnNnESSEE—Air Products, Inc., 14000 
Brush St., Detroit, Mich., manufacturer of 
industrial oxygen ~and acetylene gas ap- 
paratus, etc., will carry out a plant project 
for production for government, comprising 
several buildings, with mechanical and 
electrical equipment. Cost estimated about 
$550,000. with financing by Defense Plant 
Corp. Work will proceed soon. 
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Badge Opener 


New device for opening identification 
badges without destroying any portion of 
them consists of two principal parts, a 
chuck and a wedge-shaped tool. The badge 





Identification badge-opening device. West- 
inghouse Electric & Mia. Co.. Me-chant Ma- 
rine Division, South Philadelphia, Pa. 


is held stationary in the chuck by a lever. 
The too] is mounted on a bracket, attached 
to a roller bearing, so it may be rotated 
around the badge; it is forced between the 
two parts of the badge by pressing on the 
hand lever. Lever at base ejects badge 
when unsealing has been completed. 


Temperature Indicator 


Switch on front panel of electronic tem- 
perature indicator allows instantaneous se- 
lection of three temperature “spread 
ranges.” Five pairs of terminals for five 
thermocouples are provided, any one of 
which can be switched into the circuit so 





lar ee lactron smnerat > aclicatar 
Norelco electronic temperature jicato 


standa-d limits from —i00 deg. to -+1!,000 
deg. C. (—212 deg. F. to 1,832 deg. F.) with 
rnal accuracy of plus or minus 2 percent. 


no + 

North American Phillips Co., Industrial Elec- 
tronics Division, 419 Fourth Ave., New York, 
N. Y. 
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that the temperature at five different points 
can be read. It is stated that the instru- 
ment can be operated with as much as 
100 ft. of connecting wire between thermo- 
couple and indicator, and adapted for per- 
manent use, without supervision. 


e 
Crane Control 
"Bulletin 14164°' a crane control. Cuftler- 


Hammer, Inc., 315 North |2th St., Milwaukee, 
Wis. 


For operation of electric cranes on alter- 
nating current, a new control unit includés 
a magnetic control panel and a master 
control switch for five speeds lowering and 
hoisting. Empty hook can be lowered at 
from 10 to 90 percent of full load hoisting 
speed and full load lowering is from 40 
to 150 percent of full load hoisting speed, 
it is claimed. Dynamic lowering is pro- 
vided on all points; mechanical load brake 
is eliminated. If master switch is moved 
directly to the last position, acceleration 
is said to be automatic under contro] of 
time limit relays. 


‘ 


Luminaire 


Fluorescent luminaire: four models, for two 
and three 40-watt lamps (H.P.F.), for two 
190-watt lamps (H.P.F.) and for four 100-watt 
amps using four-lamp ballast. Commercial 
total Products Co., 225) W. St. Paul Ave., 
Chicago, Ill. 


Manufacturer has developed a new metal- 
saving fluorescent fixture having a non- 
metallic reflector with a baked-on white 
Glazename!] reflecting surface and baked-on 
gray enamel exterior. Reflector is said. to 
be easily removed without disturbing wir- 
ing. The ballast is mounted on the outside 
of the pressed steel wire-way for cooler 
operations. 


Protective Coating 


Forms ‘002°’ and *°'003"' protective coatings 
for short-term protection and for long peri- 
ods of storage, respectively. Insl-X Co., 857 


Meeker Ave., Brooklyn, N. Y. 


A thin film can be applied to rough or 
smooth finishes by brush or dip which is 
said to air-dry at a maximum of 15 min- 
utes, depending on atmospheric conditions. 
Coating can be stripped off by hand; parts 
require no cleaning, it is claimed. 





BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill’s Electrical Buyers Reference 
is a convenient place to look first for 
manufacturers’ product data, names and 
addresses. 
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Disconnect Switch 


Load-interrupter switch; short-circuit jn, 
rupting ranges, 20,000 f.m.s. amp. at 13.2% 
volts, 25,000 amp. at 6,600 volts and 3'y 
amp. at 2,300/4,000 volts. Schweitzer & ¢,. 
rad, Inc., 4435 Ravenswood Ave., C'icago “4 


Designed for installation at substatio, 
main and branch feeders, and for ys 
throw-over devices from two alternate feed 
ers or power sources, new switch will j, 
terrupt loads up to 400 amp. at 15,00) 
volts without drawing an are across 
main switch contacts, it is claimed, 


Fuse Extractor 


A feature of the fuse extractor pos ; 
the connection of anti-vibration side ia 
minals by electrical welding to the met 
shell inside the bakelite body and backs 





"No, 1075"' extractor post; available for 346 
fuses up to 15 amp.; mounting hole '/, in 
over-all length 2/4 in. Littelfuse Incorpo. 
rated, 4747 Ravenswood Ave., Chicago, 40 


up by soft solder. The unit is furnishe 
for screwdriver operation by a red knob « 
for finger operation by a molded knob. The 
knob pulls and holds the fuse, which ca 
be taken from the knob by hand. 


Lamp Ballast 


"Perma-Cap"’ Magno-Tronic b 
trial Electronics Corp., 951 M 
way, Newark, N. J. 


al! Indus- 

Newly developed fluorescent lamp ballas 
is said to control the flow of current int 
the lamp, as close as 99.99 percent, thus 
preventing the premature black ends 
caused by the deterioration of the cathode 
A non-magnetic alloy is contained in th 
gap. 


Motor 


Small a.c. motor has forced ventilation 
to assure cool operation. Superior speet 
regulation under wide variations of voltage, 
load and temperature is claimed. Incloseé 
gears are of helical-cut laminated bakelitt 
for quite operation. 





4 watts 
input, 110 or 220 volts, 50 or 60 cycles; cimen 
sions 4% «x 3/4, x 3%, in. Rotom Manufactur- 
ing Co., Alhambra, Calif. 


Self-starting, constant-speed motor; 
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avoid Electrical 
Breakdowns 





Introduced a short time ago, Anaconda’s Preventive Maintenance 
Plan is being widely used by utilities to help customers keep elec- 
trical systems operating efficiently—despite shortages in essential 


wiring equipment. 


Already some 50 utilities are actively engaged in this program. 
With it, they are helping their industrial power customers maintain 
continuous wartime production by preventing electrical breakdowns. 


WHAT THE PLAN IS 


The PM plan is a simple but com- 
prehensive way to safeguard war 
production by preveating electrical 
breakdowns before they develop. 


HOW IT WORKS 
The plan provides a practical means 
of making periodic, systematic an- 
alysis of circuits and equipment. 
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Uncovers potential weaknesses . . . 
suggests ways to correct them... 
prevents overloading of lines. 


Data thus gathered aids local W.P.B. 
Branches in reaching decisions on 
requests for materials to prevent 
breakdowns. 


HOW UTILITIES BENEFIT 
The PM plan helps utilities maintain 


Address 


9L 


may be too late...do 


Anaconda Wire & Cable Company 
25 Broadway, New York City 4 


Please send copy of the Anaconda Preventive Maintenance 
Plan for safeguarding wartime production. 


Individual 


close customer contact despite a lack 
of “something to sell.’”’ Offers basis 
for service campaign that definitely 
appeals to customers. Puts the utility 
in a leadership role for furthering 
war production throughout the area 
it serves. 

If you aren’t already utilizing the 
Anaconda Preventive Maintenance 
Plan, mail the coupon for full details. 
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Allis-Chalmers Dry-Type Transformers 


~~ 


Can be Installed Right at Load Centers! 


© SPEED up production, that infra- 

red dryer was rushed into the set-up 
of a midwest war plant. 

Power problem? Simple! A bank of 
three Allis-Chalmers Dry-Type Trans- 
formers was quickly installed right by 
the dryer! 

You can put these modern units al- 
most anywhere —on posts or beams — 
saving valuable floor space. No danger of 
oil leaks. No need for fire-proof vaults. 


SPOTLIGHT © 
FEATURES 





ALLIS-CHALMERS 


Load center location means less voltage 
regulation, lower line losses, improved 
motor performance... big savings on 
heavy secondary copper! 

And with no insulating liquid to test, 
filter, or change, maintenance is at a mini- 
mum! 

It's smart buying to get the full story 
on Allis-Chalmers Dry-Type Transform- 
ers from your nearby A-C district office. 
Or write ALLIS-CHALMERS, MILWAUKEE. 
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